ETag: "34c4f26b2968adef805219221abb7ecf"
accept-encoding: identity
authorization: LOW BqkdJkc8PJ1YqV61:REDACTED_BY_IA_S3
connection: close
content-length: 10231
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Senior Judge Graham Mullen
x-archive-meta-case-cause: 15:1 Antitrust Litigation
x-archive-meta-case-name: Caceres Drywall Corporation v. National Gypsum Company et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: ncwd
x-archive-meta-date-case-filed: 2013-01-17
x-archive-meta-docket-num: 3:13-cv-00031
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: Plaintiff
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 410 Anti-Trust
x-archive-meta-pacer-case-num: 70174
x-archive-queue-derive: 0
x-upload-date: 2013-03-25T21:27:23.000Z
